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3,75 

ROUSING FACILITIES, GENERAL, 

(c) Sur1aoes-C1 ) General requirerrrents. The surfaces ol housing facilities must be consmcted in a manr*er and 
made of iiTalerials that allow ihem La be readily claaned and aamlizad. or reinovad ar replaced when warn ar 
soiled, Fumiture-type lixlures or objects musl tte sturdily consiructed and must be slror»g enough to provide for 
the safe aotivrty and welfare al ngnbuman primate. 

’““The Sfuder monkey enclosure had (laky rusted pipes that makes rt difficlut to clean and sanitize. 

‘“■'The platform inside the spider monkey encJoaure wag broken arKf the ttie swing ingide the lemur enclosue 
had a brokain rope. 

““One metal bar inside the macaque enclosure connected to the cerrter pole was detached due to rust and had 
jagged edges. 

’““In order lo clean and sanitize Ibe primate enclosure, piped wrtb excessive flaky rust must be replaced. 
"“Metal rusted bare- awingg, plallpcmg, air;., must he kept in good repair tp provide sale enckHure activity and 
woifana of nonriuonan primate. 

““To be oorrecled by 1 2-1 5-20 1 3. 


3,1E5 (0) repeat 

FACILITIES. GENERAL. 

Sec. 3.125 Facililies, general, 

(a) SlorEige. Supplier of load and badding &hall be stared m facilities which adaguataly protaci such auppiias 
against deterioration, molding, or contamination by vermin 

““Dead flies, [;fusi and apirlar webs ware obaevard an 1be wind[>wa inside Ibe frezzer area were meat is starerf 
and handle. 

"“In order lo avoid food cpntamira.tion the storage area and food preparation area must be kepi dean. 
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3,131 (a) 

SANriATlOW, 

Sec. 3,131 SanitHlion. 

(a) Claartin^ a1 anabaura Exarala ahall ba ramovad Ircm priimaiy artcbauraa aa dilen aa nacaaaary b pfavenl 
oontaminatiori of itie animals oomtained therein and to minimize disease hazards and te reduce odors, 

■"The bobcal sheHer had aocumulaCion el fecal material, tesvaa and din due lo delteient drainig ihrwgh tha 
wine mesh In the back of the sheltai. 

■"In order to prevent disease hazards and to reduce odors excreta shall be removed from primary enclogures 
as ollon as r^iacaaaairy. 

■*"To be correcled by i MS-SOtS. 


■■"An eKit inierview was conduced wijb fbe farcililv represenlafive. 
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